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DIRECTOR OF CENTRAL INTELLIGENCE 


Security Committee 
SECOM-A- 229 


24 June 1980 


AGENDA 
Two Hundred and Thirty-Second Meeting 
Wednesday, 9 July 1980, 10:00 a.m. 
Room 7H62 Langley Headquarters Building 


Preliminary Comments 


ITEM 1 
LoEM Z 


ITEM 3 


ITEM 4 


ITEM 5 


Approval of Minutes, SECOM-M-235 
Subcommittee and Working Group Reports 


Physical Security Standards for APEX Facilities - 
decision on whether they will be "uniform" or 
"minimum" 


New Business 


Next Mecting - 10:00 a.m., Wednesday, 23 July 1980, 
Room 7D32, Langley Headquarters Building, concerning 
the Investigative Standards Working Group's 'Personnel 
Security Survey" report distributed and discussed 
at the 11 June SECOM meeting. Members are requested 
to come to the 23 July meeting prepared to accept 
or seek specific modification of the report, and 
to address the recommendations based on it (forwarded 
by SECOM-D-234 dated 5 June 1980). Members who wish 
to propose alternative recommendations are requested 
to bring them in written form for consideration by 
others. 
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